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PAGE 30 
PLATEN BALANCE SPRING TENSION 


Change the second sentence to read as follows: It should require 
3-1/2 to 5 lbs. to pull the spring to position length on units equipped 
with cast iron platen brackets: 1-1/4 to 2 lbs. on units equipped with 
aluminum platen brackets. 
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